126     DOCKETED ITEMS
8503280416 Forwards updated list of outstanding exceptions to completed preopera-tional tests & milestone dates for closure of items, per FSAR Chapter 14 re sys. JENS.W.H. Detroit Edison Co. 85/03/16. KEPPLERJ.G. Region 3, Office of Director. 6pp. 29551:277-29551:282.
E.  NRC Safety Evaluation Report (SER), suppls & correspondence
8503060836 Forwards draft revised license reflecting commitments described in FSAR
6  SER.Conditions 4,5,9 & 17 added & conditions re inadequate core cooling & nonqualified surface coatings eliminated.
NOVAK.T.M. Assistant Director for Licensing. 85/02/26. JENS.W. Detroit Edison Co. 14pp. 29246:175-29246:188.
8503250406 Forwards SSER documenting results of latest operational QA program & Q-List description provided in FSAR (Amend 59) & CYGNA IDVP final repUDVP rept acceptable in general w/ exception of several minor confirmatory items. GRIMES.B.K. Division of QA, Vendor & Technical Training Center Programs (Post 850212). 85/03/19. YOUNGBLOOD.B.J. Licensing Branch 1. 4pp. 29500:031-29500:038.
-8503250408 SSER re Amend 59 to FSAR covering QA program & CYGNA-IDVP final rept. * NRC - No Detailed Affiliation Given. 85/03/19. 4pp. 29500:035-29500:038.
F.  Security, medical, emergency & fire protection pians
8502280022 Final response to FOIA request for documents re 840626-27 full scale joint emergency exercises & whether facility meets stds of 10CFR50.47.Docurnents 1 & 4-
7 available in PDR. Documents 2 & 3 withheld (ref FOIA Exemption 5). FELTON.J.M. Division of Rules and Records. 85/01/17.
PUNTENNEYJ.E. Safe Energy Coalition of New York State. 2pp. 29170:073-29170:094.
-8109160151  Requests notification of FEMA member selected to testify at ASLB 811201 hearing re issuance of OLOne of three contentions to be litigated concerns evacuation of Stcry Point residential area.Contention encl. WCODHEAD.C.P. Cffico of the General Counsel. 81/08/06. ~CSGROVE,D. Feceral Emergency Management Agency. 3pp. 29170:076-29170:078.
-8201130383 Forwards regional state liaison officer evaluation of Wayne & Monroe Counttes.MI radiological emergency response plans.
MENCZER.W.B. Region 3, Chicago, Office of the Director (81/03/01). 81/12/18. WENGER.G.L Federal Emergency Management Agency. 1p. 29170:079-29170:079.
-8307120157 Requests assistance in reviewing encl emergency planning documents. W/o encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 83/06/16. KRIMM.R.W. Federal Emergency Management Agency. 2pp. 29170:089-29170:090.
-8404110145 Requests FEMA support for review of revised radiological emergency plan for Monroe County & Brownstown Township.MI. Response requested by 840515. JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 84/03/28. KRIMM.R.W. Federal Emergency Management Agency. 3pp. 29170:091-29170:092.
-8406070017 Forwards FEMA supplemental interim findings on offsite radiological emergency planning.Plan considered adequate. Remaining questions re NUREG-0654 criteria to be addressed by State of Ml. MATTHEWS.D.B. Emergency Preparedness Branch, 84/05/31. YOUNGBLOOD.BJ. Licensing Branch 1. 2pp. 29170:093-29170:094.
-8502280034 Forwards results of review of Brownstown Township emergency operation plan.per 820928 request.
MENCZER.W.B. Region 3, Office of Director. 83/02/08. FINCH.F. Federal Emergency Management Agency. 1p. 29170:080-29170:080.
-8502280044 Requests further review & interim findings of offsite radiological plans & preparedness to provide addl clarification re boundaries of plume exposure pathway emergency planning zone.
JORDANJ.L Division of Emergency Preparedness & Engineering Response (Post 830103). 83/04/13. KRIMM.R.W. Federal Emergency Management Agency. 8pp. 29170:081-29170:088.
8503060070 Forwards Insp Rept 50-341/84-49 on 841029-850125 & notice of deviation. JENS.W.H. Region 3, Office of Director. 85/02/15. SPESSARD.R.L Detroit Edison Co. 2pp. 29250:192-29250:249.
-8503060076 Notice of deviation from insp on 841029-850125. SPESSARD.R.L Region 3, Office of Director. 85/02/15. 2pp. 29250:194-29250:195.
-8503060083 Insp Rept 50-341/84-49 on 841029-850125.Deviation noted: installation of portable fire extinguishers w/less extinguishing capability & failure to design & install fire detectors.
RAMSEY.C., THOMAS.H., COPPOLA.A. Region 3, Office of Director, 85/02/15. 54pp. 29250:196-29250:249.
8503050314 Responds to violations rioted in Insp Rept 50-341/84-62. Corrective actions:EFP-1077, "Control Ctr Drawings" issued on 841201,immediately after exit meeting.List of drawings will be maintained in control room.
JENS.W.H. Detroit Edison Co. 85/02/18. KEPPLER.J.G. Region 3, Office of Director. 9pp. 29206:266-29206:274.
8503180117 Submits addl info re fire protection.per C Ramsey request. Info re compliance w/NFPA codes,including NFPA ^concerning max pressure used at hose stations,provided.Completion of walkdown to identify deviations w/codes expected by 850630.
JENS.W.H. Detroit Edison Co. 85/02/18. KEPPLERJ.G. Region 3, Office of Director. 2pp. 29386:040-29386:041.
8503260511 Responds to noncompliance noted in Insp Rept 50-341 /84-40. Corrective actions:procedures signed by unauthorized delegate will be approved by authorized individual & info only copies of procedure replaced w/controlled copies. JENS.W.H. Detroit Edison Co. 85/02/18. KEPPLER.J.G. Region 3. Office of Director. 7pp. 29509:171-29509:177.
8503260561 Responds to NRC 850129 Itr re general housekeeping & staff behavior in control room.Efforts at good housekeeping ack to be adequate by NRC during recent insps.Uniform dress code instituted & reading nonwork-related mat! prohibited. JENS.W.H. Detroit Edison Co. 85/02/18. KEPPLER.J.G. Region 3, Office of Director 2pp. 29509:108-29509:109.
8503120033 Forwards request for addl info & statement of regulatory staff positions re fire protection program.Requested deviations unacceptable for unlisted fire door assemblies & Fire Door Assembly RB 3-20.
YOUNGBLOOD.B.J. Licensing Branch 1. 85/03/01. JENS.W. Detroit Edison Co SDD 29339:077-29339:081.                                                                                                "   HH'
8503180138 Responds to deviations noted in Insp Rept 50-341/84-49. Corrective acttons:fire detector will be installed or relocated to meet requirements of NEPA 7?E by 850630.
JENS.W.H. Detroit Edison Co. 85/03/01. KEPPLER.J.G. Region 3, Office of Director 3pp. 29386:088-29386:090.
8503060572 Provides addl info to close certain fire protection issues discussed in util 850123 & 0204 & NRC 850301 Itrs.Evaluation of Fire Door R3-13 & criteria for fire protection yard header hydrostatic test encl.
JENS.W.H. Detroit Edison Co. 85/03/04. YOUNGBLOOD.B.J. Licensing Branch 1 8pp. 29235:275-29235:282.
8503110062 Forwards rev to draft Tech Spec Table 3.3.7.9-1, "Fire Detection Instrumentation," for review.Rev incorporates util 850204 & 0304 commitments to install addl fire detectors. FSAR will be amended in future to reflect change. JENS.W.H. Detroit Edison Co. 85/03/07. YOUNGBLOOD.BJ. Licensing Branch 1 5pp. 29286:357-29286:361.
8503150392 Responds to 850111 & 24 requests for review of Monroe County.MI Oct 1984 revised radiological emergency response plan.Based on encl WJ Weaver 850301 memo citing FEMA Region V conclusions.plan adequate in event of accident KRIMM.R.W. Federal Emergency Management Agency. 85/03/12. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 2pp. 29371:221-29371:222.
8503180423 Forwards Insp Rept 50-341/85-02 on 850101-0216.NO noncompliance noted.
WARNICK.R.F. Region 3, Office of Director. 85/03/13. JENS.W.H. Detroit Edison Co 2pp. 29386:216-29386:238.
-8503180428 Insp Rept 50-341/85-02 on 850101-0216.NO noncompliance or deviation noted.Maipr     areas     inspected:licensee     action     on     previous     items    of noncompiiance.procedure review.containment isolation valve test &. plant maint KNOP.R.C. Region 3, Office of Director. 85/03/13. 21pp. 29386:218-29386:238.
8503260540 Forwards SALP Rept 50-341/84-23 for Oct 1983 - Sept 1984. KEPPLER.J.G. Region 3. Office of Director. 85/03/20. JENS.W.H. Detroit Edison Co 2pp. 29506:359-29506:363.
-8503260554 SALP Rept 50-341/84-23 for Oct 1983 - Sept 1984. * Region 3, Office of Director. 85/03/20. 3pp. 29506:361-29506:363.
8503290134 Forwards Amend 6 to physical security plan.reflecting modified method for control of manholes which could potentially lend uncontrolled access to protected area. Amend withheld.
JENS.W.H. Detroit Edison Co. 85/03/21. YOUNGBLOOD.B.J. Region 1, Office of Di-rector. 1p. 29560:046-29560:046.
H. General correspondence
8503040331 States belief that plant is not needed due to util 39% excess capacity & plans to burn solid waste to generate electricity.Consideration of options & safety features before fuel loading urged.
DEAN.LM. Affiliation Not Assigned. 85/02/23. DENTON.H. Office of Nuclear Reactor Regulation, Director. 1p. 29183:102-29183:102.
8503130437 Requests that NRC not grant low power/fuel load license before Safe Energy Coalition of Michigan & Great Lakes Energy Alliance concerns re computer sys.as-built designs, radwaste processing sys & fire protection investiqated. STEINMAN.S.M. Affiliation Not Assigned. 85/03/09. DENTON.H.R. Office of Nuclear Reactor Regulation. Director. 1p. 29329:124-29329:124.
J. Insurance & indemnity Information
8503070381 Forwards Endorsement 108 to NELIA Policy NF-92. MARGUARDT.P.A. Detroit Edison Co. 85/02/27. DINITZ.I. Assistant Director for State & Licensee Relations. 2pp. 29255:081-29255:082.
8503270578 Forwards License NPF-33,Tech Specs & environ protection plan.Pending Commission approval,operation restricted to power levels not to exceed 5% of full power.FR notice & Amend 26 to Indemnity Agreement B-20 also encl. YOUNGBLOOD.BJ. Licensing Branch 1. 85/03/20. JENS.W. Detroit E 29541:317-29541:350.
t Edison Co. 4pp.
-8503270587 Unexecuted Amend 26 to Indemnity Agreement B-20. SALTZMAN.J. Assistant Director for State & Licensee Relations. 85/03/20. 5pp, 29541:346-29541:350.
P. Operating license stage documents & correspondence
8503270521 Advises that 850128 request that Commission take specific actions under 10CFR2.206 denied.per encl director's decision.
DENTON.H.R.    Office    of    Nuclear    Reactor    Regulation,    Director.    85/03/20 PUNTENNEY.J.E. Safe Energy Coalition. 2pp. 29540:065-29540:097.
-8503270526 Director's Decision DD-85-04 re request for investigation of areas of concern denied.Areas include info sys problems.lack of records for as-built design of facility electrical & instrumental sys & tests of radwaste sys.
DENTON.H.R. Office  of Nuclear Reactor Regulation,  Director.  85/03/20. 24pp, 29540:067-29540:090.                                                                                                    Pcl.
